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PART III 

Department of Factories and Boilers 


NOTIFICATION 

For Boiler Attendants GgiiiMiTENOY 
Examination —2 01 )S 

No. T1 -5 L12/0 7/F&B/B AGE. 

Tfui'uommikaparatnf 1 2nd July 20Q8, 

!l is hereby notiiiej I as required under rule 18 of the 
Ktrala Boiler Attendant 1 * Rules 1957 that the? Boiler 
Attendant’s Competency Examination for the grant or 
the Second Class Boiler Attendant’s Competency 
Certificate will be held on 24th, 25th & 26th 
September 2003 and that for the First Class BoD it 
A ttendant's Competency Examination will be held on 
l5lhj iCth & 17th October 20(18* 

Applications are invited from eligible candidates 
in the prescribed form. 

\. The application form along with the instru¬ 
ctions iothe candidates can be Jin: i from the 
Secretary, Board of Examiners, Office of the 
Director of Factories & Boilers, 
Shard Manzil, Ttl 27/LU79, Neat the East 
Gate of the District Court, Van rhiyoor P. O,, 
Thiruvananthapuram-695 035. Those who 
desire to get lhe application Idruv by post 
may apply for the same by enclosing a self 
ad q res sc d invcloi (27 cm >£ 12 cm) a fluted 
with postage Stamp of Its. 10. 


2. Examination foe shall bo Rs. I0l) for the 
1st Glass :aid Rk, 50 for the Second Glass 
Competency Examination. The fee shall 
remitted in any Gov cm men I Treasury in 
Kerala by way of C ha Ian under the head of 
account "0230-03-800-96’' (Fee for the 
Boiler Attendant’s Gompetency Examination), 

3. Exact time/place and mode of the examina¬ 
tion Will be intimated to the candidate 
individually. 

4. Duly tilled up and signed application 

along with the cm closure -t shall be submitted 
to tht Secretary to the Board of Examiners, 
Boiler Attendant’s Competency Examination, 
Office of the Director of Factories 4te Rollers, 
Khani Manzih Nesv the East *date 
of District Court, Vandhiyoor P. O., 
Th i ru van; m thupu raj n- 3 j. 

5. The last date ol receipt oi filled up 

application h 5 p.nj. oci 14th August, 2068. 


Oflicc oflhc 
Director of Faclories 
and Railefs, 

Th i ruvanantl lapuram- 


{^) ■ J 
Joint Director of Factories and 

Baiters [HQ) and Secretary to 

the Board of Bxamnetf. 























